YEOVIL TOWN v HEREFORD UTD. 


10TH AUGUST 1976. 
KICK OFF 7.30 pm. 





YEOVIL TOWN. HEREFORD UTD. 
l. M. Franklin. l. KK Charlton. 
2. B. Thompson. 2, S. Emery. 
3. 8. Flay: 5. T, Byrne. 
4. K, Jones. 4. J. Marshall. 
5: T. Cotton. 5, B. Tucker. 
6. M. Harrison. 6. S. Walker. 
7. R. Adams. T. D. Tyler. 
8. D. Hickton. 8. G. Goodchild. 
9. R. Plumb. 9. 8. Davy. 
10. K. Thompson. 10. P. Spring. 
ll. J. Clancy. ll. K, Sheedy. 
SUBS SUBS 
å. Clark. 
Å. Cottle. 
K. Montacute. 
Å. Sturgess. 

Referee: M.E. Dare. Yeovil. 


Linesmen: G.R, Carpenter. Yeovil. 
G.E. Porter. Langport. 


Next Home Game. Southern League Cup. 


Trowbridge Saturday 21st August 1976. Kick off 5.00 pm. 
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